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Tests and Measures in the Social Sciences: 
Tests Available in Compilation Volumes 

TMSS 


These pages are provided for information purposes only. 

Due to U.S. copyright laws, I am unable to provide copies of these instruments. 

To obtain any of these resources, you may: 

1. Check the library closest to you to determine if it has the source volume; 

2. Contact YOUR library Interlibrary Loan department or other services available at your institution. 


List of Compilation Volumes 


2019 revision. 140 resources, nearly 14,000 measures here; additional resources in RefShare 
version of database 

The TMSS is an aid in locating known assessment instruments. Entries include only instrument title, author, date, 
& pages located in a larger compilation. We assume a proper literature review has been done to identify the 
appropriate tools. 

When search for items in the TMSS online: 

1. *Limit to TMSS Pages* by including TMSS as one of your keywords. (Ex: perinatal grief TMSS) 

2. Search for author last names, no first names included. (Ex: John W. Brown, Jr. listed as Brown Jr JW) 

3. For "subject" type searching, always consider searching with other synonyms (Ex: learning OR teaching OR 
educating) 

Once a contents page has been identified, use your browser's FIND function to locate a keyword on the page. 
Consider also checking The Medical Algorithm Project, a web-based collection of over 5000 medical algorithms, 
with documentation, on-line spreadsheets, and on-line calculators ($, subscription required). 

Some TMSS items are annotated with Mental Measurement Year Book (MMYB) notes starting 3/7/2005. Only 
those items which are identified as having a review in the MMYB are noted with the appropriate edition. It is 
possible that some items not identified as being reviewed may still have a MMYB review. 


1. Aday, L. A. (1989). Designing and conducting health surveys: A comprehensive guide. San 
Francisco, CA: Jossey-Bass Publishers. [4 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/19921222 

[modified 2004] 


Helen Hough, CC BY-NC 
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2. Allen, J. P.; Columbus, M. (1995). Assessing alcohol problems: A guide for clinicians and 
researchers. [NIAAA Treatment Handbook Series 4; HE 20.8308:4; NIH pub. no. 93-3745] 
Bethesda, MD: NIAA. [75 full text instruments] [MMYB 2005] 

Some full text of the book may be available online Preview 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/54056649 
ONLINE AT: https://archive.org/details/assessingalcoholOOalle 

3. Allen, J. P.; Wilson, V. B. (2003). Assessing alcohol problems: A guide for clinicians and 
researchers (2nd. ed.). [NIAAA Treatment Handbook Series 4, HE 20.8308/2:4 2003; NIH 
pub. 03-3745.]. Bethesda, MD: NIAA. [53 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/54056649 
[added 2004] 

4. Allison, D. B. (1995). Handbook of assessment methods for eating behaviors and weight 
related problems: Measures, theory, and research. Thousand Oaks, CA: Sage Publ. [45 
fulltext instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/31170239 
[modified 2004] 

5. American Physical Therapy Association. (1995J. Patient satisfaction instruments: A 
compendium. Alexandria, VA.: Author. [36 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/35050271 

[added 2007] 

6. American Psychiatric Association. Task Force for the Handbook of Psychiatric Measures. 
(2000). Handbook of psychiatric measures. Washington, DC: American Psychiatric 
Association. [104 full text instruments on accompanying CD] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/43483679 

[Modified 2004] 

7. Antonak, R. F.; Livneh, H. (1988). Measurement of attitudes toward people with 
disabilities: Methods, psychometrics and scale. Springfield, IL: Charles C Thomas. [24 full 
text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/16649246 

[modified 2004] 

8. Antony, M. M.; Orsillo, S. M.; Roemer, L. (2001). Practitioner's Guide to Empirically Based 
Measures of Anxiety. New York: Plenum. [77 full text instruments 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/46402536 

Some full text of the book may be available online Books preview [Modified 2010] 


Helen Hough, CC BY-NC 
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9. Baer, Lee; Blais, Mark A. (2010). Handbook of Clinical Rating Scales and Assessment in 
Psychiatry and Mental Health. New York, NY: Humana Press. New York. Springer-Verlag. 
[41 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/567352992 

Some instruments and their associated information may be available online at Google 
Books Preview 
[Added 2014] 

10. Bearden, W. 0., Netemeyer, R. G., & Haws, K. L. (Eds.). (2011). Handbook of marketing 
scales: Multi-item measures for marketing and consumer behavior research (3rd ed.). 
Thousand Oaks, CA: Sage. [183 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/849043029 

Preview may be available for some sections: 

http://books.google.com/books?id=Bv0fQp0S3rlC 

[Added 2014] 

11. Bearden, W. 0.; Netemeyer, R. G., Mobley, M. F. (1999). Handbook of marketing scales: 
Multi item measures for marketing and consumer behavior research (2nd ed.). Newbury 
Park, CA: Sage Publ. [197 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/27224619 

Some full text of the book may be available online Books Preview [modified 2004] 

12. Bearden, W. 0.; Netemeyer, R. G., Mobley, M. F. (1993). Handbook of marketing scales: 
Multi item measures for marketing and consumer behavior research. Newbury Park, CA: 
Sage Publ. [125 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/27224619 

[modified 1004] 

13. Bech, P. (1993). Rating Scales for Psychopathology. Health Status and Quality of Life. A 
Compendium on Documentation in Accordance with the DSM-II-R and WHO Systems. 
New York, NY. Springer-Verlag. [34 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/26636612 

[added 2009] 

14. Blattner, B. (1981). Holistic nursing. Englewood Cliffs, NJ: Prentice Hall. [21 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/474684917 

[modified 2004] 

15. Block, G. J.; Nolan, J. W. (1986). Health assessment for professional nursing: A 
developmental approach. (2nd ed.). Norwalk, CT: Appleton-Century-Crofts. [7 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/13126308 

[modified 2004] 

Helen Hough, CC BY-NC 











TMSS. Full Instrument Compilations 4 


16. Bonjean, C. M.; Hill, R. J.; McLemore, S. D. (1967). Sociological measurement: An 
inventory of scales and indices. San Francisco, CA: Chandler Publ. [25 fulltext 
instruments] 

FIND THIS BOOK IN A LIBARARY NEAR YOU: http://www.worldcat.org/oclc/801119075 

[modified 2004] 

17. Bowers, A. C.; Thompson, J. M.; Miller, M. (1992). Clinical manual of health assessment. 
(4th ed.). St. Louis, MO: Mosby Year Book. [16 fulltext instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/301570650 

[modified 2004] 

18. Bowling, A. (1991). Measuring health: A review of quality of life measurement scales. 
New York, NY: Open University Press. [3 fulltext instruments] FIND THIS BOOK N A 
LIBRARY NEAR YOU: http://www.worldcat.org/oclc/23768166 

[modified 2004] 

19. Brodsky, S L.; Smitherman, H. 0. (1983). Handbook of scales for research in crime and 
delinquency. New York, NY: Plenum. [99 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/8827462 

[modified 12/2204] 

20. Bruner, G. C., II et al. Marketing scales handbook: A compilation of multi-item measures. 
[multi-volume set], Chicago, IL: American Marketing Association. 

FIND THESE BOOKS IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/25965149 

Vol. 1 (Bruner & Hensel, 1994): [588 full text instruments] [modified 2007] 

Vol. 2 (Bruner & Hensel, 1996): [421 full text instruments] [modified 2007] 

Vol. 3 (Bruner, James, & Hensel, 2001): [941 full text instruments] [modified 2007] 

Vol. 4 (Bruner, Hensel, & James, 2007): A Compendium of Multi-Item Measures for 
Consumer Behavior & Advertising. [650 full text instruments] [added 2007] 

Vol. 5 (Bruner, 2009): A Compendium of Multi-Item Measures for Consumer Behavior & 
Advertising Research. [716 full text instruments] [added 2014] 

21. Burns, A.; Lawlor, B.; Craig, S. (1999). Assessment scales in old age psychiatry. London, 
England: Martin Dunitz. [137 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/41889973 

[modified 2004] 

22. Bush, J. P.; Harkins, S. W. (1991). Children in pain: Clinical and research issues from a 
developmental perspective. New York, NY: Springer-Verlag. [4 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/22910358 

[modified 2004] 


Helen Hough, CC BY-NC 
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23. Campbell-Orde, T.; Chamberlin, J.; Carpenter, J.; Left, H. S. (2005). Measuring the 
promise: A compendium of recovery measures. Volume II. Cambridge, MA. Human 
Services Research Institute. [14 full text instruments] Available online at: 
http://www.hsri.org/publication/measuring-the-promise-a-compendium-of-recovery- 
measures-volume-ii/ 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/85378943 

[added 2013] 

24. Carrano, J.; Cleveland, K.; Bronte-Tinkew, J.; Moore, K. A. (2003). /Conceptualizing and 
measuring "healthy marriages" for empirical research and evaluation studies: A 
compendium of measures - part II. /Bethesda, MD. Child Trends. [104 full text 
instruments] 

Available online from Child Trends 

FIND THIS RESOURCE IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/76823100 

[added 2006] 

25. Cook, J. D.; Hepworth, S. J.; Wall, T. D.; Warr, P. B. (1981). Experience of work: A 
compendium and review of 249 measures and their use. New York, NY: Academic Press. 
[93 full text instruments] 

FIND THIS BOOK IN A LIBARARY NEAR YOU: http://www.worldcat.org/oclc/849500380 

[modified 12/2004] 

26. Corcoran, K.; Fischer, J. (2000). Measures for clinical practice: A sourcebook. (3rd ed.). (2 
vols.) New York, NY: Free Pr. [422 full text instruments] . [MMYB 2005] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/43790952 

[modified 12/2004] 

27. Corcoran, K. J., & Fischer, J. (Eds.). (2013). Measures for clinical practice and research: A 
sourcebook. (5th ed.). New York, NY: Oxford University Pr. [500 full text instruments] 
FIND THIS BOOK IN A LIBARARY NEAR YOU: http://www.worldcat.org/oclc/858824207 

Some full text of the book may be available online Books preview: Vol. 1; Vol. 2 [added 
2014] 

28. CINAHL [library database], [24 full text instruments] 

Contact your library to discover where/how this database may be available to you. [as of 
12/2006, with EBSCO interface] 


Helen Hough, CC BY-NC 
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29. Dahlberg, L. L.; Toal, S. B.; Behrens, C. B. (1998). Measuring Violence-Related Attitudes, 
Beliefs and Behaviors among Youths: A Compendium of Assessment Tools. [1st. ed.]. (HE 
20.7952:V 81). Atlanta, GA: Division of Violence Prevention, National Center for Injury 
Prevention and Control, Centers for Disease Control and Prevention. [110 full text 
instruments] 

AVAILABLE ONLINE AT http://babel.hathitrust.org/cgi/pt?id=mdp.39015041988208 
FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/39341794 
[modified 2004] 

30. Davis, C. M.; Yarber, W. L.; Bauserman, R.; Schreer, G.; Davis, S. L. (1998). Handbook of 
sexuality-related measures. Thousand Oaks, CA: Sage Publ.[196 full text instruments] 
FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/39060580 

[modified 2004] 

31. Davis, L. E.; Engel, R. J. (2011). Measuring Race and Ethnicity. New York, NY. Springer. [61 
full text instruments] 

Some full text of the book may be available online preview 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/694145974 
[added 2013] 

32. Drotar, D. (1998). Measuring health-related guality of life in children and adolescents: 
Implications for research and practice. Mahwah, N.J: Lawrence Erlbaum Associates, 
Publishers. [4 full text instruments] [MMYB] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/37580676 

[added 2005] 

33. Eliopoulos, C. (1984). Health assessment of the older adult. Menlo Park, CA: Addison- 
Wesley Publishing Company. [9 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/20564470 

[modified 2004] 

34. ERIC (Education Resource Information Clearinghouse, U. S. of Education) Documents (as 
of April 2000). Many have SuDocs classification of ED 1.310/2 [188 full text instruments] 
May available online at http://www.eric.ed.gov or as microfiche in a library near you. 
Consult your librarian, [modified 2004] 

35. ETS. Tests in microfiche collection, (as of Dec. 2004). [1260 full text instruments]. Contact 
Educational Testing Service at http://www.ets.org/testcoll/ or FIND THIS RESOURCE IN A 
LIBRARY NEAR YOU: http://www.worldcat.org/oclc/2694430 

[modified 2004] 


Helen Hough, CC BY-NC 
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36. 

Fadely, J. L.; Hosier, V. N. (1980). Developmental psychometrics: A resource book for 
mental health workers and educators. Springfield, IL: C. C. Thomas. [5 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/05942779 

[modified 2004] 

37. 

Fast Track Project. (Long term interuniversity child development study - Washington 

University, Vanderbilt University, Duke University, and Penn State University) [52 full text 
instruments] 

AVAILABLE ONLINE AT: http://www.fasttrackproiect.org/technical-reports.php 
[added 2012] 

38. 

Fayers, P. M.; Machin, D. (2000). Quality of life: Assessment, analysis, and interpretation. 

New York, NY: John Wiley. [12 full text instruments] [MMYB 2005] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/43376224 

[Added 4/2005,] 

39. 

Fetzer Institute / National Institute on Aging Working Group (1999, 2003 reprint). 

Multidimensional Measurement of Religiousness/Spirituality for Use in Fiealth Research: 

A Report of the Fetzer Institute / National Institute on Aging Working Group). 

Kalamazoo, Ml: Fetzer Institute. [13 full text instruments] 

AVAILABLE ONLINE AT: http://www.fetzer.org/resources/multidimensional-measurement- 
religiousnessspirituality-use-health-research 


FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/47152374 

[added 2002] 

40. 

Fields, D.L. (2002). Taking the measure of work: A guide to validated scales for 
organizational research and diagnosis. Thousand Oaks, CA: Sage Publications.. [137 full 
text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/37580676 

[added 2008] 

41. 

Filsinger, E. E. (1983). Marriage and family assessment: A sourcebook for family therapy. 

Beverly Hill, CA: Sage. [6 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/9647206 

[modified 2000] 

42. 

Fischer, J.; Corcoran, K. (1994). Measures for clinical practice: A sourcebook (2nd ed.) [2 
vols.]. New York, NY: Free Pr. [331 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/299459645 
[modified 2004] 

Helen Hough, CC BY-NC 
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43. Fischer, J.; Corcoran, K. (2007). Measures for clinical practice: A sourcebook (4nd ed.). [2 
vols]. New York, NY: Oxford University Pr. [471 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/19921222 

[added 2007] 

44. Fisher, Terri D.; Davis, Clive M.; Yarber, William L.; Davis, Sandra L. (2011). Handbook of 
sexuality-related measures (3rd ed.). New York, NY. Routledge. [209 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/299711458 

[added 2013] 

45. Fredman, N.; Sherman, R. (1987). Handbook of measurements for marriage and family 
therapy. New York, NY: Brunner Mazel Publ. [24 fulltext instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/15550627 

[modified 2004] 

46. Gallo, J. J; Reichel, W.; Andersen, L. (1988). Handbook of geriatric assessment. Rockville, 
MD: Aspen Publishers. [30 full text instruments] [MMYB 2005] 

FIND THIS BOOK IN A library near you: http://www.worldcat.org/oclc/40397124 

[modified 12/2004] 

47. Gallo, J. J.; Fulmer, T.; Paveza, G. J.; Reichel, W. (2000). Handbook of geriatric assessment 
(2nd. ed.). Rockville, MD: Aspen Publishers. [41 full text instruments] [MMYB 2005] 

FIND THIS BOOK IN A library near you: http://www.worldcat.org/oclc/41606484 

[added 2005] 

48. Gordon, J. (2004). Pfeiffers classic inventories, questionnaires, and surveys for training 
and development. San Francisco, CA: John Wiley & Sons. [37 full text instruments] 
[MMYB] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/57444060 

[added 2005] 

49. Guy, W. (1976). ECDEU assessment manual for psychopharmacology (Rev.). Rockville, 
MD: U.S. National Institute of Health, Psychopharmacology Research Branch. [44 full text 
instruments] Available online at: 

https://archive.org/details/ecdeuassessmentml933guyw 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/721065289 

[modified 2004] 

50. Guzzetta, C. E; Bunton, S. D.; Prinkey; L. A.; Sherer; A. P.; Seifert, P. C. (1989). Clinical 
assessment tools for use with nursing diagnoses. St. Louis, MO: C.V. Mosby. [26 full text 
instruments] 

FIND THIS BOOK AT A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/18959666 

[added 2005] 

Helen Hough, CC BY-NC 
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51. Hamberger, M. E.; Basile, K. C.; Vivolo, A. M. (2011). Measuring bullying victimization, 
perpetration, and bystander experiences: A compendium of assessment tools. (HE 
20.7952:B 87). Atlanta, GA: Centers for Disease Control and Prevention. [33 full text 
instruments] 

AVAILABLE ONLINE AT: 

http://www.cdc.gov/violenceprevention/pub/measuring bullying.html 

FIND THIS BOOK AT A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/707740397 

[added 2012] 

52. Herndon, R. M. (1997). Handbook of Neurologic Rating Scales. New York, NY: Demos 
Vermande. [59 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/37116371 

[modified 12/2004] 

53. Hill, P. C.; Hood, R W. (1999). Measures of religiosity. Birmingham, AL: Religious 
Education Press. [124 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/40654703 

[modified 2004] 

54. Israel, L.; Kozarevic, D.; Sartorius, N. (1984). Source book of geriatric assessment. (2 vols.) 
Basel: S. Karger. [125 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/12668362 

[Modified 12/2004] 

55. Janda, L. (2001). Psychologist's book of personality tests: 24 revealing tests to identify 
and overcome your personal barriers to a better life. New York, NY: John Wiley & Sons. 
[24 full text instruments] [MMYB 2005] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/636614743 

[added 2005] 

56. Jenkinson, C. (1994). Measuring health and medical outcomes. (Social research today, v. 
3.). Bristol, PA.: UCL Press. [4 full text instruments] [MMYB 2005] 

FIND THIS BOOK IN A library near you: http://www.worldcat.org/oclc/30475306 

[added 2005] 

57. Joint Commission on Accreditation of Healthcare Organizations. (1997). Nursing practice 
and outcomes measurement. Oakbrook Terrace, IL: Joint Commission on Accreditation of 
Healthcare Organizations. [5 full text instruments] [MMYB 2005] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/35657911 
[added 2005] 


Helen Hough, CC BY-NC 
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58. Jones, R. L (1996). Handbook of tests and measurements for Black populations. (2 vols.). 
Hampton, VA: Cobb & Henry Publishers. [36 instruments in v.l; 46 instruments in v.2] 
FIND THIS BOOK IN A LIBRRY NEAR YOU: http://www.worldcat.org/oclc/34245159 

[modified 12/2004] 

59. Kane, R. A.; Kane, R. L. (1981). Assessing the elderly: A practical guide to measurement. 
Lexington, MA, Lexington Books. [33 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/55089571 

[modified 12/2004] 

60. Kane, R. L.; Kane, R. A. (2004). Assessing older persons: Measures , meaning, and practical 
applications. New York, NY: Oxford University Press, 2004. [100 full text instruments] 
FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/55089571 

[added 1/2013] 

61. Kennedy, J. A. (2003). Fundamentals of Psychiatric Treatment Planning (2nd ed.). 
Washington, DC: American Psychiatric Association. [11 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/50155297 

[added 2005] 

62. Kennedy, J. A. (2003). Mastering the Kennedy Axis V: A New Psychiatric Assessment of 
Patient Functioning. Washington, DC: American Psychiatric Association. [6 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/50156067 

[added 2005] 

63. Kirby, R. F. (1991). Kirby's guide to fitness and motor performance tests. BenOak Pub. Co. 
Cape Girardeau, MO. [193 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/23467342 

[added 2006] 

64. Larson, J. S. (1991). Measurement of health: Concepts and indicators. New York, NY: 
Greenwood Pr. [5 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/22277562 

[modified 2004] 

65. Lester, P. E.; Bishop, L. K. (2001). Handbook of Tests and Measurement in Education and 
the Social Sciences. (2nd ed.). Lancaster, PA: Technomic Publishing Co. [125 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/44172957 

[modified 2004] 


Helen Hough, CC BY-NC 
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66. Lettieri, D. J.; Nelson, J. E.; Sayers, M. A. (1985). Alcoholism treatment assessment 
research instruments. (NIAA treatment handbook series 2; HE 20.8308/2:2; DHHS pub. 
(ADM) 85-1380.). Rockville, MD: NIAA. [50 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/12626103 
AVAILABLE ONLINE AT: https://archive.org/details/alcoholismtreatmOOIett 
[modified 2019] 

67. Lopez, S. J.; Snyder, C. R. (2003). Positive psychological assessment: A handbook of 
models and measures. Washington, DC: American Psychological Association. [19 full text 
instruments] [MMYB 2005] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/51251761 

[added 2004] 

68. Lorig, K. (1992). Patient Education: A Practical Approach. St. Louis, MO: Mosby-Year 
Book, Inc. [6 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/24319072 

[added 2004] 

69. Lorig, K.; Stewart, A.; Ritter, P.; Gonzalez, V.; Laurent, D.; Lynch, J. (1996). Outcome 
measures for health education and other health care interventions. Thousand Oaks, CA: 
Sage Publications. [25 full text instruments], 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/828158186 

[added 2005] 

70. Magura, S.; Moses, B. S. (1986). Outcome measures for child welfare services: Theory and 
applications. Washington, DC: Child Welfare League of America. [2 full text instruments] 
FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/13331697 

[modified 2004] 

71. Mangen, D. J.; Peterson, W. A. (1982). Research instruments in social gerontology (3 
vols). Minneapolis, MN: University of Minnesota Pr. [298 full text instruments] 

Some full text of the book may be available online Preview: Vol. 1, Vol. 2, Vol. 3. 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/07837288 
[modified 2004] 

72. Manusov V. (2005). The sourcebook of nonverbal measures: Going beyond words. 
Mahwah, NJ: Lawrence Erlbaum. [27 full text instruments] [MMYB] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/53163542 

[added 2005] 

73. Masur, H. (2004). Scales and scores in neurology: Quantification of neurological deficits 
in research and practice. New York, NY: Thieme. [301 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/53898961 

[added 2008] 
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74. McCubbin, H. I.; Thompson, A. I.; McCubbin, M. A. (1996). Family assessment: resiliency, 
coping and adaptation: inventories for research and practice. Madison Wl: University of 
Wisconsin Publishers. [28 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/35923142 

[added 2005] 

75. McDowell, I.; Newell, C. (1987). Measuring health: A guide to rating scales and 
questionnaires. New York, NY: Oxford Univ. Pr. [46 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/16646902 

[modified 12/2004] 

76. McDowell, I.; Newell, C. (1996). Measuring health: A guide to rating scales and 
questionnaires (2nd ed.). New York, NY: Oxford U Pr. [76 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/439350355 

[added 1/2005] 

77. McGrath, P. A. (1990). Pain in children: Nature, assessment, and treatment. New York, 
NY: Guilford Press. [20 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/300056214 

[modified 12/2004] 

78. Mezey, M. D.; Rauckhorst, L. H.; Stokes, S. A. (1993). Health assessment of the older 
individual (2nd ed.). New York, NY: Springer Publishing Company. [9 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/26636527 

[modified 12/2004] 

79. Miller, D. C. (1983). Handbook of research design and social measurement (4th ed.). 
Newbury Park, CA: Sage Publications. [33 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/08283790 

[modified 12/2004] 

80. Miller, D. C. (1991). Handbook of research design and social measurement (5th ed.). 
Newbury Park, CA: Sage Publications. [33 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/23462747 

[modified 12/2004] 

81. Mueser, K.T.; Noordsy, D.L.; Drake, R.E.; Fox, L. (2003). Integrated treatment for dual 
disorders: A guide to effective practice. New York, NY: Guilford Press. [36 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/50761081 

[added 2006] 
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82. Naar-King, A.; Ellis, D.A.; Frey, M. A. (2004). Assessing children's well-being: A handbook 
of measures. Mahwah, NJ: Lawrence Erlbaum Associates. [20 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/53482732 

[Added 2004] 

83. National Commission on Marihuana and Drug Abuse. (1973). Drug Use in America: 
Problem in Perspective. Appendix 1, Patterns and consequences of Drug Use. [Y 3.M 
33/2:l/973/app/v.l] Washington, DC: NCMDA. [9 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/816765 
ONLINE AT https://babel.hathitrust.org/cgi/pt?id=msu.31293100978133 
[modified 2019] 

84. Nehemkis, A.; Macari, M. A.; Lettieri, D. J. (1978). Drug Abuse Instrument Handbook: 
Selected Items for Psychosocial Drug Research. [NIDA Research Issues 12, HE 
20.8214:12], Rockville, MD: NIDA. [47 full text instruments] 

AVAILABLE ONLINE AT http://babel.hathitrust.org/cgi/pt?id=ucl.31822000857979 
FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/02745329 
[modified 12/2004] 

85. Nezu, A. M.; McClure, K. S.; Meadows, E. A.; Ronan, G. F. (2000). /Practitioner's guide to 
empirically based measures of depression. (AABT clinical assessment series). New York, 
NY: Kluwer Academic. [24 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/43851518 

[added 2/2005] 

86. Osgood, N. J. (1985). Suicide in the Elderly: A Practitioner's Guide to Diagnosis and 
Mental Health Intervention. Rockville, MD: Aspen. [22 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/11677210 

[added 2007] 

87. Pereira, M. A.; FitzGerald, S. J.; Gregg, E. W.; Joswiak, M. L.; Ryan, W. J.; Suminski, R. R.; 
Utter, A. C.; Zmuda, J. M. (1997). A collection of physical activity questionnaires for 
health-related research. Medicine and Science in Sports and Exercise, Vol. 29, no.6, 
Supplement. [28 fulltext instruments] 

FIND THIS JOURNAL ISSUE IN A LIBRARY NEAR YOU: 
http://www.worldcat.org/oclc/5700789 

or http://www.worldcat.org/oclc/37368042 

[modified 2004] 

88. Perkinson, R. R. (1997). Chemical dependency counseling: A practical guide. Thousand 
Oaks, CA: Sage Publications. [24 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/468672622 
[added 2004] 
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89. Perkinson, R. R. (2004). Treating alcoholism: Helping your clients find the road to 
recovery. Hoboken, NJ: Wiley. [33 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/56354467 

[added 2006] 

90. Phillips, K.A. (2005). The broken mirror: Understanding and treating body dysmorphic 
disorder. New York, NY: Oxford University Press. [13 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/34150033 

[added 2006] 

91. Ponton, M. 0.; Leon-Carrion, J. (2001). Neuropsychology and the Hispanic Patient: A 
clinical handbook. Mahwah, NJ: Lawrence Erlbaum Assoc. [9 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/49414950 

[modified 2004] 

92. Powell, T. J. (2000). The Mental Health Handbook. (A Winslow Practical Photocopy 
Resource). Bicester, England: Speechmark Publishing Ltd. [43 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/48139722 

[added 2006] 

93. Price, J. L.; Mueller, C. W. (1986). Handbook of organizational measurement. Marshfield, 
MA: Pitman. [26 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: www.worldcat.org/oclc/12962105 
[modified 2004] 

94. Price, J. L. (1997). Handbook of organizational measurement. International Journal of 
Manpower. Vol.18, No. 4/5/6. [63 full text instruments] 

FIND THIS JOURNAL ISSUE IN A LIBRARY NEAR YOU: www.worldcat.org/oclc/45281499 
or http://www.worldcat.org/oclc/48936237 

[modified 12/2004] 

95. Ralph, R.O.; Kidder, K.; Phillips, D. (2000, June). Can We Measure Recovery? A 
Compendium of Recovery and Recovery Related Instruments. Cambridge, MA. Human 
Services Research Institute. [20 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: www.worldcat.org/oclc/59369001 
This book may be available at the Human Service Research Institute site 
[added 2013] 

96. Redman, B. K. (1998). Measurement tools in patient education. New York, NY: Springer 
Pub. Co. [50 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/462319088 

[modified 2004] 
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97. Redman, B. K. (2003). Measurement tools in patient education (2nd ed.). New York, NY: 
Springer Pub. Co. [85 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/467150257 

[modified 2004] 

98. Robinson, J. P.; Athanasiou, R.; Head, K. B. (1969). Measures of occupational attitudes 
and occupational characteristics. Ann Arbor, Ml: Institute for Social Research, University 
of Michigan. [56 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/15294778 

[modified 2004] 

99. Robinson, J. P.; Shaver, P. R.; Wrightsman, L. S. (1991). Measures of Personality and 
Social Psychological Attitudes. (Measures of social psychological attitudes, Vol. 1). New 
York, NY: Academic Pr. [149 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/21034649 

[modified 2004] 

100. Robinson, J. P.; Shaver, P. R.; Wrightsman, L. S. (1999). Measures of political attitudes. 
(Measures of social psychological attitudes, v.2). New York, NY: Academic Pr. [149 full 
text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/11459 

[modified 2004] 

101. Rubin, R. B.; Palmgreen, P.; Sypher, H. E. (1994). Communication Research Measures: A 
Sourcebook. New York, NY: Guilford Pr. [67 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/28801089 

[modified 2004] 

102. Rush, A. John Jr.; First, M. B.; Blacker, D. (2008). Handbook of Psychiatric Measures. (2nd 
ed.). Washington, DC. American Psychiatric Publishing, Inc. [136 full text instruments] 
FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/85885343 

[added 2008] 

103. Ryan, C. E.; Epstein, N. B.; Keitner, G. I.; Miller, I. W.; Bishop, D. S. (2005). Evaluating and 
treating families: The McMaster approach. New York, NY: Routledge. [8 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: www.worldcat.org/oclc/876587937 

[added 2006] 

104. Sajatovic, M.; Ramirez, L. F. (2001). Rating scales in mental health. Hudson, OH: Lexi- 
Comp. [62 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: www.worldcat.org/oclc/606508955 

[modified 2004] 
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105. Sajatovic, M.; Ramirez, L. F. (2003). Rating scales in mental health (2nd ed.). Hudson, OH: 
Lexi-Comp. [71 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: www.worldcat.org/oclc/606949108 

[added 2004] 

106. Salek S. (1998). Compendium of Quality of Life Instruments. (5 vols.). New York, NY: 

Wiley. [221 full text instruments] [MMYB] FIND THIS BOOK SET IN A LIBRARY NEAR YOU: 

www.worldcat.org/oclc/38386689 

[modified 2004] 

107. Sartorius N; Ban TA (1986). Assessment of depression. New York, NY: Springer-Verlag. [13 
full text instruments] [MMYB] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: www.worldcat.org/oclc/21762113 
[added 2005] 

108. Schaefer, C. E.; Gitlin, K.; Sandgrund, A. (1990). Play Diagnosis and Assessment. (Wiley 
Series on Personality Processes). New York. Wiley & Sons. [15 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: www.worldcat.org/oclc/21762113 
[Added 2007] 

109. Schulz, S. C. (1988). Assessment in diagnosis and treatment of geropsychiatric patients 
(1988). Psychopharmacology Bulletin , Volume 24, Issue 4 (Special Issue) [36 full text 
instruments] (SuDoc HE 20.8109) Available online at: 

http://babel.hathitrust.org/cgi/pt?id=mdp.39015020992684 

[modified 2004] 

110. Schutte, N. S.; Malouff, J. M. (1995). Sourcebook of adult assessment. (Applied Clinical 
Psychology). New York, NY: Plenum Press. [75 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/17685205 

[modified 2004] 

111. Serebriakoff, V. (1988). A guide to intelligence and personality testing: Including actual 
tests and answers. Park Ridge, NJ: Parthenon Pub. Group, cl988. [6 full text instruments] 
FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/17685205 

[added 2004] 

112. Shaw, M. E.; Wright, J. M. (1967). Scales for the measurement of attitudes. New York, NY: 
McGraw Hill. [186 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/192724 

[modified 2004] 
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113. Simon, A. E.; Boyer, G. (Eds.) (1974). Mirrors for behavior III: An anthology of observation 
instruments. (Communications Materials Center) Philadelphia, PA.: Humanizing Learning 
Program, Research for Better Schools. [99 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/2014029 
[added 2004] 

114. Silver, R. A. (2002). Three art assessments: The Silver drawing test of cognition and 
emotion; Draw a story: Screening for depression; and Stimulus drawing techniques. New 
York. Brunner-Routledge. [3 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/48132034 

[added 2006] 

115. Sparks, S. M.; Kuenz, M. A. (1993). Interactive instruction in nursing and other health 
sciences: Review of evaluation instruments. (SuDoc HE 20.3602: In 8/6). [Bethesda, MD]: 
U.S. National Library of Medicine. [102 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/27223925 

[added 2005] 

116. Spreen, 0.; Strauss, E. (1991). A Compendium of neuropsychological tests: 

Administration, norms, and commentary. New York, NY: Oxford University Press. [16 full 
text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/21525179 

[modified 2004] 

117. Spreen, 0.; Strauss, E. (1998). A Compendium of neuropsychological tests: 
Administration, norms, and commentary (2nd ed.). New York, NY: Oxford University 
Press. [30 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/35235727 

[added 2006] 

118. St. Jeor, S. T. (ed.) (1997). Obesity assessment: Tools, methods, interpretations (A 
reference case: The RENO Diet-Heart Study). New York, NY: Chapman & Hall. [44 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/35331232 

[added 2004] 

119. Stanhope, M.; Knollmueller, R. N. (1992). Handbook of community and home health 
nursing: Tools for assessment intervention and education. St Louis, MO: Mosby. [213 full 
text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/24793577 
[modified 2004] 
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120. Stanhope, M.; Knollmueller, R. N. (1996). Handbook of community and home health 
nursing: Tools for assessment intervention and education (2nd ed.). St Louis, MO: Mosby. 
[252 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/33282985 

[modified 2004] 

121. Stanhope, M.; Knollmueller, R. N. (2000). Handbook of community-based and home 
health nursing practice: Tools for assessment, intervention, and education (3rd ed.). St 
Louis: Mosby. [287 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/42621971 

[modified 12004] 

122. Steckler, A.; Linnan, L. (2002). Process evaluation for public health interventions and 
research. San Francisco, CA: Jossey-Bass Publishers. [7 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/50340016 

[added 2006] 

123. Strauss, E.; Sherman, E. M. S.; Spreen, 0. (2006). A Compendium of neuropsychological 
tests: Administration, norms, and commentary (3rd. ed.). New York, NY. Oxford 
University Press. [31 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/61130794 
Some information may be available online at 
http://books.google.com/books?id=iQ7n4QVw7-0C 

[added 2006] 

124. Tate, Robin L. (2010). A compendium of tests, scales, and questionnaires: The 
practitioner's guide to measuring outcomes after acquired brain impairment. New York, 
NY: Psychology Press. [107 full text instruments], 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/763167379 

[added 2014] 

125. Thompson, J. K.; Heinberg, L. J.; Altabe, M.; Tanleff Dunn, S. (1999). Exacting beauty: 
Theory, assessment, and treatment of body image disturbance. Washington, DC: 
American Psychological Association. [36 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/39614960 

[modified 2004] 

126. Thompson, M. P.; Basile, K. C.; Hertz, M. F.; Sitterle, D. (2006). Measuring intimate 
partner violence and victimization and perpetration: A compendium of assessment tools. 
Atlanta, GA. Centers for Disease Control and Prevention. [42 full text instruments] 
Available online at: www.cdc.gov/ncipc/pub-res/IPV Compendium.pdf 

[added 2010] 
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127. Touliatos, J.; Perlmutter, B. F.; Straus, M. A.; Holden, G. W. (2001). Handbook of family 
measurement techniques. (3 vols.) Thousand Oaks, CA: Sage Publications. [189 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/47140660 

Some information may be available online at 

http://books.google.com/books?id=lpOVA5Q3KmlC 

[modified 2004] 

128. Turk, D. C.; Melzack, R. (1992). Handbook of pain assessment. New York: Guilford Pr. [32 
fulltext instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/802761881 

[modified 2004] 

129. Tyler, D. C.; Krane, E. J. (1990). Pediatric pain. (Advances in pain research and therapy, 
Vol. 15.) New York, NY: Raven Press. [5 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/20593539 

[modified 2004] 

130. Tzeng, Oliver, C. S. (1993). Measurement of love and intimate relations: Theories, scales, 
and applications for love development, maintenance, and dissolution. Westport, CT: 
Praeger. [28 fulltext instruments] . 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/27069983 

[modified 2004] 

131. UCLA Center for HIV Identification, Prevention and Treatment Services. Prevention and 
Treatment Services [CHIPTS] database. (Retrieved 8/2007). [156 full text instruments] 
Available Online at: http://chipts.ucla.edu/resources/?category=6 

[added 2007] 

132. University of South Australia Centre for Allied Health Evidence, (n.d.). Compendium of 
Clinical Measures for Community Rehabilitation. [24 full text instruments] 

AVAILABLE ONLINE: 

Pages 1-70 - http://www.health.qld.gov.au/qhcrwp/docs/clinical measure.pdf and 
Pages 71-101 - http://www.health.qld.gov.au/qhcrwp/docs/clinical measurept2.pdf 
[Viewed, added 2012] 

133. Wade, D. T. (1992). Measurement in neurological rehabilitation. New York, NY: Oxford 
University Press [141 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: www.worldcat.org/oclc/24173397 
[modified 2004] 
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134. Waltz, C. F.; Jenkins, L. S. (2002). Measurement of nursing outcomes (2nd ed.). (3 of 4 
vols). New York, NY: Springer. [66 fulltext instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/45661585 

[modified 2004] 

135. Waltz, C. F.; Strickland, 0. L. (1988-1990). Measurement of nursing outcomes. (4 vols). 
New York, NY: Springer. [88 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/18105510 

[modified 2004] 

136. Ward, M. J.; Fetler, M. E. (1979). Instruments for use in nursing education research. 
Boulder, Colorado: Western Interstate Commission for Higher Education. [78 full text 
instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/13632497 

[modified 2004] 

137. Ward, M. J.; Lindeman, C. A. (1978). Instruments for measuring nursing practice and 
other health care variables. (2 vols). (DHEW Publication No. HRA 7853). Washington, DC: 
U.S. GPO. [134 full text instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/5352482 

AVAILABLE FULL TEXT VIA ERIC 

http://www.eric.ed.gov/ERICWebPortal/detail?accno=ED171763 ERIC Document No: 

ED171763 

AVAILABLE ONLINE AT: http://babel.hathitrust.org/cgi/pt?id=mdp.39015Q12536366 
[modified 2009] 

138. Watson J. (2002). Assessing and measuring caring in nursing and health science. New 
York, NY: Springer Pub. [16 fulltext instruments] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/47140660 

[modified 2004] 

139. Wilkin, D.; Hallam, L.; Doggett, M. A. (1993). Measures of need and outcome for primary 
health care. (Rev. ed.). (Oxford medical publications). New York<, NY: Oxford University 
Press. [35 full text instruments] [MMYB 2005] 

FIND THIS BOOK IN A LIBRARY NEAR YOU: http://www.worldcat.org/oclc/24318702 

[added 2005] 


The TMSS pages are provided for information purposes only. 

Due to US copyright laws, I am unable to provide copies of these instruments. 

To obtain any of these resources, you can: * 

1. Check the library closest to you to determine if it has the source volume; 
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2. Contact YOUR library Interlibrary Loan department or other services available at your 
institution. 


Compiled by Helen Hough, MLS 



Helen Hough, CC BY-NC 


with Burt King (through part of the early 2010s) when at Central Library, University of Texas at 
Arlington, Arlington, Texas 76019. 

My most grateful appreciation for (a) the assistance of Stacy Maat, Marija Freeland, Susan 
Turkel, and Sue Wortman at the University of Michigan, who provided significant information 
regarding changing URLs; (b) all of our colleagues across the nation and world who make 
recommendations for works to be added; and (c) The University of Texas at Arlington Library 
for originally graciously hosting this work to make it available to scholars worldwide. 


As a content listing of a published work, validity and accuracy of this page does not change 
over time. The TMSS pages are usually developed from information provided in a variety of 
locations within the original resource. If any of these pages are copied for modification on 
another site, please provide proper attribution. This version, originally created in 2000, is 
covered by all applicable copyright laws. Updated: August 2019. 
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